To:  Assunto,  Carmen[Assunto. Carmen@epa.gov] 

From:  Gray,  David 

Sent:  Sat  8/8/2015  5:33:45  PM 

Subject:  reporters  - here  are  the  towns 


The  five  water  systems  with  intakes  into  the  Animas  and  San  Juan  rivers  are:  Aztec  domestic, 
North  Star  Water  Users  Association,  Momingstar  water  supply  system,  Farmington  water 
system,  Lower  Valley  water  users  association.  Southside  Mutual  Domestic,  Upper  La  Plata 
WUA  , and  Flora  Vista  do  not  have  intakes  in  either  Animas  or  San  Juan  Rivers  but  they 
purchase  water  from  Aztec,  Farmington  and  or  Lower  Valley  WUA.  Southside  Mutual 
Domestic  and  Flora  Vista  have  a water  source  that  is  in  addition  to  the  water  that  they  purchase. 
The  number  of  days  of  water  available  estimates  for  the  systems  selling  water  to  Southside 
Mutual  Domestic,  Upper  La  Plata  WUA,  and  Flora  Vista  assume  that  they  continue  selling  to 
those  systems.  Southside  Mutual  Domestic,  and  Flora  Vista  number  of  days  of  water  available 
estimates  assume  that  they  can  no  longer  purchase  the  same  quantity  of  water  as  prior  to  the 
event.  We  are  still  trying  to  obtain  additional  information  about  Upper  La  Plata  WUA  system 
capacity. 
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